MUHAMMAD 
SHARJEEL 
KHAN 


Ñ +923180279455 
WM Muhammadsharj33lQ@Qgmail.com 


9 House nol30-A,model colony, Karachi. 


Dear Respectfully, 


A cover letter allows you to professionally introduce yourself to a prospective employer. 
Your goal in writing your cover letter should be to encourage the employer to read your 
resume and consider you for a specific position. 


Highlight your achievements, skills, experiences, and training that are relevant to the 
position you want to get. However, avoid simply repeating the information you included 
in your resume. Tailor your cover letter to each employer and job. Since you are applying 
for specific roles, give specific examples and events that demonstrate your ability to 
perform well if given the position. 


Yes, you should maintain a professional air throughout the copy, however, an 
exceedingly formal tone may turn off those who read it. Remember to also show 
genuine enthusiasm for the job. You can think of it this way: it’s not a suit-and-tie event, 
but a smart casual gathering. Steer away from highly personal information and 
questions about the position. This includes talking about salary expectations and 
company benefits. Instead, reserve such inquiries for the actual interview. 


Best Regards, 


Muhammad Sharjeel Khan 


| M SHARJEEL KHAN 


CONTACT EDUCATION 


Phone e Bachelors (Continue) 
+923180279455 
+923420020534 e DAE Electrical 2020-2020 

r Instrumentation and process control 
Email 
Muhammadsharj33|@gmail.com e Matriculation 2017-2019 
Science 
Address 


House no 130-A,Sheet 7,Model 
colony, Karachi. 


EXPERIENCE 
e Lucky Textile Mills Ltd 
Se 2020 - Present 


Communicatin ; . 
ne : Electrical Engineer 

Decision-making ; ah ir 
Drive >Plant Erection Certification. 

3 >Panels Experience. 
Integrity : - - 

? >Plc, solonides, actuator, Pneumatic valves, dozing pumps, Ph 

Leadership 


meter, Temperature switch, Limit switch, Parameters and others 
experience. 

>Electrical Troubleshooting. 

>Preventive Maintenance. 


Organization 
Problem-solving 
Teamwork 

Time management 


Effluent Treatment Plant (ETP) 
LAN G UAG E >Operation, maintenance and process experience 
e Urdu (Fluent) Water Recycling Plant (WRP) 
>Operation, maintenance and process experience 


e English (Intermediate) 


e Sindhi (Fluent) Reverse Osmosis Plant (RO) 


>Operation, maintenance and process experience 
TECHNICAL SKILLS 


Electrical Wiring. e Industronic 
Errection. 2019-2020 


Electrical Safety. 
Electrical Engineering. 


(J 

(J 

J 

$ Electrical Engineer 
e Electrical Maintenance. 

& 

(J 

e 

e 


>Flowmeters, sensors,Ph meter and others calibration. 
>Panels wiring and trouble shooting. 

>Errection of plant. 

>Flowmeters testing. 

>Calibration of others instruments. 

>Plant designing. 


Electrical Work. 

Inspection. 
Troubleshooting. 
Operation & maintenance 
experience 


